ELECTRONIC'S MAINTENANCE AND DESIGN 


Staff of four 


Personnel Training: Electronics 


Objective: Maintain electronic instrumentation in R 6 D 
and design and fabricate new instrumentation 
as required. 


Program:- 

1. Service equipment on request. 

2. . Routinely test and recalibrate certain instruments. 

3. Develop new designs for instrumentation on request. 

4. ‘ Learn new electronic techniques when feasible. 


Facility Leader: Hr. A. C. Lilly, Senior Professional 

Mr. W. L. Tones, Assistant Professional 
Mr. L. C. Bartlam, Specialist 
Mr. J. A. Ferri, Specialist 
Mr. E. Renick, Specialist 
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